VIDEO, THE FUHRER ON THE BLITZ. HITLER ALWAYS WANTED PEACE WITH BRITAIN. 

http : / /www . youtube . com/watch?v=rvsSDNc J04o 

DEUTSCHE UBERSETZUNG UNTEN : 

On 3 September 1939 the French and British empires had declared war on 

Germany and UK's Royal Air Force began attacking German warships along 

the German coast with the North Sea. 

The attacks by the Royal Air Force (RAF) on German cities began with the 

attack on Wilhelmshaven on 5 September 1939. 

Eight months later, on 9 May 1940 began the German offensive in the West. 

On 11 May the British Cabinet decided to unleash the Bomber Command on 

the air war against the German hinterland. The following night British 

planes aimlessly dropped bombs for the first time on residential areas of 

Monchengladbach-Rheydt. And from then on made such attacks on cities in 

the Ruhr area night after night. Up to 13 May 1940, i.e. two days later, 

the German side registered a total of 51 British air attacks on 

nonmilitary 

targets plus 14 attacks on military targets such as bridges, 

railway tracks, defense and industrial plants. 

The first carpet bombing of a German city was in the night from 15 to 16 

May 1940 in Duisburg. After that the RAF committed repeated air attacks 

on German cities. 

The night of 24th August 1940 - bombs meant to be dropped on the 

Thameshaven oil storage depot and on the Short's factory at Rochester, by 

mistake or simply because they were randomly unloaded in order to escape 

fighters, fell on the City of London and nine other districts inside the 

Greater London limit. Incendiaries lit fires in Bethnal Green, and St 

Giles' Church in Cripplegate was damaged. Oxford Street department stores 

were damaged. Nine people were killed and 58 injured. 



On 25 August British bombers attacked Berlin at night and not to 
deliberately hit objectives important to war - The RAF was not capable of 
such a thing since no appropiate bombsight had been developed. 



On 6/7 September 1940, a German air raid on London took place - but 

specifically on military targets such as ports, railway stations, war 

factories and power stations. Crews were expressly prohibitted to drop 

their bombs on residential areas because thereby "no war deciding success 

could be reached." 
*********************** 

Am 3. September 1939 hatten die f ranzosischen und britischen Imperien dem 
Deutschen Reich den Krieg erklart und die britische Royal Air Force 
begann mit dem Angriff an deutsche Kriegsschif fe entlang der deutschen 
Kiiste in der Nordsee. 

Die Angriffe der Royal Air Force (RAF) auf deutsche Stadte begannen mit 
dem Angriff auf Wilhelmshaven am 5. September 1939. 

Acht Monate spater, am 9. Mai 1940, begann die deutsche Offensive im 
Westen. Am 11. Mai beschloB das britische Kabinett, dem Bomber Command 
den Luftkrieg gegen das deutsche Hinterland freizugeben. In der 
folgenden Nacht warfen britische Flugzeuge zum ersten Mai ungezielt 
Bomben auf Wohngebiete von Monchengladbach-Rheydt. Und von da an 
erfolgten solche Angriffe auf Stadte im Ruhrgebiet Nacht fur Nacht. Bis 
zum 13. Mai 1940, also innerhalb von nur zwei Tagen, registrierte die 



deutsche Seite insgesamt 51 britische Luftangriffe auf nichtmilitarische 

Ziele neben 14 Angriffen auf militarische Ziele wie Briicken, Bahnlinien, 

Rustungsindustrie und Werkanlagen. 

Das erste groflflachige Bombardement auf eine deutsche Groflstadt erfolgte 

in der Nacht vom 15. auf den 16. Mai 1940 auf Duisburg. In der Folgezeit 

flog die RAF wiederholt Angriffe auf deutsche Stadte. 

Die Nacht vom 24. August 1940: Bomben fur den Thameshaven Ollager und fur 

die Short-Fabrik in Rochester gedacht, aus Versehen oder weil die einfach 

wahllos abgeworfen wurden urn Jagern zu entkommen, fielen auf die City of 

London und neun andere Bezirke innerhalb der Grenzen des Greater London. 

Brandbomben ziinden Brande in Bethnal Green an und die Gileskirche in 

Cripplegate wurde beschadigt. Kaufhauser auf Oxf ordstraBe wurden 

beschadigt. Neun Menschen wurden getotet und 58 verletzt. 

Am 25. August 1940 griffen britische Bomber nachts Berlin an, und zwar 

nicht etwa, urn gezielt kriegswichtige Ziele zu treffen - dazu war die 

Royal Air Force (RAF) nicht in der Lage, weil man geeignete 

Bombenzielgerate nicht entwickelt hatte. 

Am 6./7. September 1940 ein deutscher Luftangriff auf London 

erf olgteallerdings 

gezielt auf militarische Objekte wie Haf enanlagen, Bahnhofe, 

Riistungswerke und Elektrizitatswerke . Es war den Besatzungen 

ausdriicklich verboten, ihre Bomben auf Wohngebiete abzuwerfen, da damit 

"kein kriegsentscheidender Erfolg zu erwarten" sei. 
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